Specialty Products International, Ltd 



Brewpub Systems 




U.S. Patent #5,718,161 & Patents Pending 

This is our popular 465 Gallon Brewpub 
System Elegant, Functional, and takes up only 
30 square feet! 

The Big Advantages To Our Brewpub 
Systems Are: 

•No over-priced brewpub system 

•No large floorspace needed 

•No grain storage or grinding 

•No spent grains to get rid of 

•And Most Important-No Brewmaster! 



PROFITABLE 



A simple way to start your own brewpub. Including all your brewing 
costs - ingredients, utilities, state and federal taxes, your beers will 
run you 30 cents a 16 oz. pint. That's equivalent to $37 per keg for 
import quality beer. 



Our beers are very drinkable. We won 1st place 5 years in a row - a 
record unmatched by anyone in the industry. 




Brewing is as simple as One-Two-Three 




This is our complete patented brewpub system. You don't even 
need a cooler. The tanks are completely insulated and self- 
refrigerated. 



Our malt extract brewpub systems assure absolute consistency and 
very drinkable beers. 




For more information please 

visit 

httD:/ /www.addabrewDub.com 



